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Name 




PID 

Status 

User name 

CPU 

Memory (pr... 

Description 

^ McSvHost.exe 



1300 

Running 

SYSTEM 

00 

9,603 K 

McAfee Service Host 

rri Asu sWSServi c e, exe 


10052 

Running 

ASUSUSER 

01 

9,960 K 

AsusWSServfce.exe 

□? RdrCEF.exe 



5976 

Running 

ASUSUSER 

00 

10,556 K 

Adobe RdrCEF 

SiRdrCEF.exe 



13530 

Running 

ASUSUSER 

00 

10,530 K 

Adobe RdrCEF 

□ •RdrCEF.exe 



11212 

Running 

ASUSUSER 

00 

10,632 K 

Adobe RdrCEF 

□ •RdrCEF.exe 



9796 

Running 

ASUSUSER 

00 

10,723 K 

Adobe RdrCEF 

5f RdrCEF.exe 



11143 

Running 

ASUSUSER 

00 

1 1,020 K 

Adobe RdrCEF 

5? RdrCEF.exe 



12044 

Running 

ASUSUSER 

00 

11,156 K 

Adobe RdrCEF 

□ •RdrCEF.exe 



6330 

Running 

ASUSUSER 

00 

11,232 K 

Adobe RdrCEF 

□ ■RdrCEF.e 




9330 


ASUSUSER 

oo 

12,023 K 

Adobe RdrCEF 

[■E Ap p 1 i cat 

End task 

9156 

Running 

ASUSUSER 

00 

12,204 K 

Application Frame Host 

^jiSearchln 


End process tree 


7024 

Running 

SYSTEM 

oo 

1 3,404 K 

Microsoft Windows Search Indexer 

■' mspaint 


Set priority 

> 

12176 

Running 

ASUSUSER 

00 

1 3,956 K 

Paint 

■^mcshielc 




4523 

Running 

SYSTEM 

00 

16,164K 

McAfee Scanner service 

I audiodg 


Set affinity 


7513 

Running 

LOCAL SERVICE 

00 

23,652 K 

Windows Audio Device Graph Isolation 

Micro so - 


Analyze wait chain 


13656 

Running 

ASUSUSER 

00 

27,043 K 

Microsoft Edge Content Process 

R Micro so' 


UAC virtualization 


5604 

Running 

ASUSUSER 

00 

27,656 K 

Microsoft Edge Content Process 

explorer. 


Create dump file 


4012 

Running 

ASUSUSER 

10 

23,224 K 

Windows Explorer 

n Micro so - 




15344 

Running 

ASUSUSER 

00 

23,472 K 

Microsoft Edge Content Process 

r^Microso' 


Open file location 


6316 

Running 

ASUSUSER 

oo 

31,164 K 

Microsoft Edge 

;.e jDiagnos 


Search online 


L 5112 

Running 

SYSTEM 

00 

35,152 K 

Microsoft (Rj Diagnostics Hub Standard Collector 

IjlMsMpEr 


Properties 


3524 

Running 

SYSTEM 

01 

45,403 K 

Antimalware Service Executable 

0 Micro so - 


Go to service(s] 


2924 

Running 

ASUSUSER 

01 

51,21 6 K 

Microsoft Edge Content Process 

i chrome. 



1042G 

Running 

ASUSUSER 

01 

54,644 K 

Google Chrome 

0 MicrosoftEdgeCP.exe 


10196 

Running 

ASUSUSER 

00 

57,376 K 

Microsoft Edge Content Process 

[■idwm.exe 



1092 

Running 

DWM-1 

02 

60,316 K 

Desktop Window Manager 

Ktlsvchost.i 

exe 



3360 

Running 

SYSTEM 

00 

63,660 K 

Host Process for Windows Services 

H M i c ro softEd g eC P . exe 


16156 

Running 

ASUSUSER 

oo 

79,376 K 

Microsoft Edge Content Process 

*7 chrome.exe 



638 

Running 

ASUSUSER 

02 

34,720 K 

Google Chrome 

MicrosoftEdgeCP.exe 


15232 

Running 

ASUSUSER 

00 

272,456 K 

Microsoft Edge Content Process 


© 

D 


Fewer details 


End task 
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